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INDICATOR DIAGRAMS. 

TJ. S. Coast Survey Steamer u Backe.” 


The numerals on the diagrams refer to the number of the experiment in Table No. 1. 


A.—Steamer u Bachk.” Single Engine, using Steam Jacket. Indicator Scale, 40 lbs. per inch. 
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D 2. -Steambr 4 ‘ Baghe.” Compound Engine, Large Cylinder, using Steam Jacket. 
Indicator Scale, 10 LBg. per inch. 



E1.—Steamer u Bache.” Compound Engine, Small Cylinder. Indicator Scale, 40 lbs. per inch. 



E 2.—Steamer u Bache.” Compound Engine, Large Cylinder, without using Steam Jacket. 
Indicator Scale, 16 lbs. per inch. 












